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UNCLASSIFIED 

PAGE 01 CARACA 00675 21I52IZ 

ACTION ARA-14 

INFO OCT-OI ISO-00 EB-08 /023 W 

102174 211836Z/41 

R202158Z JAN 78 
FM AMEMBASSY CARACAS 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 841 

UNCLAS CARACAS 675 

PASS TO OED/MEPD AND OIM 


Message Text 


E.O. 11652: N/- 
TAGS: BENC VE 

SUBJECT: MAJOR PROJECT: THIRD CARONI RIVER BRIDGE 

1. PROJECT NAME:THIRD CARONI RIVER BRIDGE. 

2. BRIEF DESCRIPTION: ACCORDING TO DR JUAN V. AREVALO, CHIEF OF 
CBG'S ENGINEERING AND CONSTRUCTION DIVISION, DUE TO BUDGETARY 
CONSIDERATIONS, ONLY INTERNATIONAL LICIATION FOR INFRASTRUCTURE 
DEVELOPMENT BY HIS DEPARTMENT IN 1978 WILL BE THE THIR CARONI 
RIVER BRIDGE. 

3. EXECUTING AGENCY/PROJECT MANAGER: 

DR JUAN V. AREVALO 

GERENTE, DIVISION DE INGENIERIA Y CONSTRUCCION 
CORPORACION VENEZOLANA DE GUAYANA (CVG) 

EDIEICIO LA ESTANCIA, PISO 4 
AVENIDA LA ESTANCIA NO 10- CHUAO 
CARACAS VENEZUELA 
TELEPHONE 91-34-44, EXTENSION 272 

4. STATUS OE PROJECT/ANTICIPATED BID DATES: LATE 1978. 

5. ESTIMATED PROJECT COST/FOREIGN CONTENT: N/A 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 CARACA 00675 211521Z 


6. COMPETIVE FACTORS: N/A 

7. THIS IS A NEW PROJECT AND SHOULD NOT BE CONEUSED WITH EITHER 
SECOND CARONI RIVER BRIDGE (CARACAS 77 4300) OR ORINOCO RIVER 
BRIDGE (CARACAS 533). 

VAKY 
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Expiration: 

Film Number: D780033-0209 

Format: TEL 
From: CARACAS 
Handling Restrictions: n/a 
Image Path: 
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